PUBLIC MEETING NOTICE 


The Cable Advisory Committee will meet on Monday, August 7, 2017 at 8:40 a.m. 
in the Town Hall Annex, 2nd Floor Conference Room. 


AGENDA 


1. Consideration of Draft License Renewal for Verizon 

2. Approval of Minutes 

3. Other Business 



